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GENERAL ORDINANCE NO. G-.35-¢f— 


AN ORDINANCE amending the Building Code 
with respect to plumbing installations 
and authorizing issuance of temporary 
journeyman plumbers licenses. 


IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


SECTION 1. Section 105.5.8 of Division 100 of Chapter 37 
the Municipal Code of the City of Fort Wayne, Indiana, 1946, 
amended and recodified by General Ordinance No. G-66-66, passed 
the Common Council on June 14, 1966, and approved by the Mayor 
June 15, 1966, hereinafter referred to as the Building Code, 
hereby amended by adding thereto the following: 


"105.3.8.1 Temporary Journeyman Plumbers License ~ 


Non-resident or unlicensed plumbers seeking employ- 
ment within the jurisdiction of the Fort Wayne 
Building Code, may, upon approval of the Chief 
Plumbing Inspector or the Fort Wayne Board of Plumb- 
ing Examiners, be granted a journeyman plumbers 
license for a period of 90 days or until the next 
date for examination, whichever date is sooner. The 
fee for the temporary journeyman plumbers license 
shall be $5.00, and shall be applied as the examina- 
tion fee." 


SECTION 2. Section 105.3.10 of Division LOO of the Build= 


ing Code is hereby amended to read as follows: 


"Time for examinations - The time for holding 
examinations for Master Plumber shall be the 

second Monday in January and the second Monday 

in July of each year, and for Journeyman Plumber 
shall be the second Mondays in January, April, 

July and October of each year. Examinations shall 
be in writing and a record of questions and answers 
shall be kept. Extra examinations on days other 
than specified, may be held at the discretion of 
the Board of Examiners." 


SECTION 3. Section 109.3.1 of Division 100 of the Building 
Code is hereby amended to read as follows: 


"Fees for Permits - Applications for permits shall be 
accompanied by an application fee of $2.00 plus the 
appropriate additional fees, applicable to the type 
of work to be performed thereunder, as follows: 


Trapped or vented fixtures, each------—---$1.50 
Water Heater Application, installation 


or replacement of domestic heater, 
CACN meme ee ee te ee fete et eat tt ms eeo e 1.00 


Water Heater = installation or replace= 
ment of domestic heater, each-—--=-<—-—— 1.00 


Water service pipe, each===========—===== 2.00 
Boiler service pipe, each-------------=--— 2.00 


Fire or Lawn Sprinkler system applica- 


tion, Cache n-ne rr eee ee ee 4.00 
Plus, First 100 Heads, each=-=-=-========= eo 
All heads over 100, each==7=======—==== -05 


Miscellaneous installations or replace- 


ments, eaCh== ne m= = = mme m m m meme m en ee 1.00 
Work NOt ready _for_inspection------------ When 


the inspector upon call finds the work not 
ready for inspection, he may make a charge 
of $4.00 for each additional trip required." 


SECTION 4. Section 109.3.3 of Division 100 of the Building 
Code is hereby amended to read as follows: 


"Fees for Journeyman Plumbers ~ Each applicant for 


license and registration as a journeyman plumber 
shall pay the sum of $5.00, same to accompany his 
application, and a further sum of $5.00 per year 
shall be paid upon the issuance of renewal of license 
and certificate of registration. The annual renewal 
fee for such license and registration shall be paid 
to the Building Department, from and after January 
lst, and any licensee failing to renew his license on 
or before January 15th of each year thereafter shall 
automatically surrender his right to renewal and be 
subject to the initial fee, the same as a new appli- 
cant, and shall also be required to take the examina- 
tion unless the Examining Board decides that such ap- 
plicant is competent without examination." 


JAND LEGALIT 


SECTION 5. Section 505.3 of Division 500 of the Building 
Code is hereby amended to read as follows: 


| "Only lead, brass, copper or cast iron pipe may be 
| used in a potable water distribution system down- 

| stream from the meter underground and within build- 
| ing walls and foundations. Copper tube used below 
| ground shall not be less than Type L. Copper tube 
| used above ground and within the building walls and 
1| foundations shall not be less than Type M. Plastic 
| pipe may be used in the underground distribution 
system, but only outside the building walls and 
foundation." 


| SECTION 6. Section 505.7 of Division 500 of the Building 
| Code is hereby amended to read as follows: 


"No copper DWV tube shall be used in building drains 
| or building sewers below ground." 


SECTION 7. Section 505.8 of Division 500 of the Building 
Code is hereby amended to read as follows: 


"Sanitary building drains or building sewers below 
ground shall be extra heavy cast iron or copper 
tube having a weight of not less than that of 
copper water tube, Type L. Soil, waste and vent 
piping above ground in buildings shall be of extra 
heavy cast iron or copper tube having a weight of 
not less than that of copper drainage tube, Type 
DWV." 


li SECTION 8. This Ordinance shall become effective upon its 

| passage, approval by the Mayor and publication as required by law. 
| 
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Bill No. G-68-08-20 


REPORT OF THE COMMITTEE ON _ REGULATIONS 


We, your Committee on Regulations to whom was referred an Ordinance 


amending the Building Code with respect to plumbing installation 


issuance of te ary journeyman plumbers license 
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have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance Suge PASS. a ee j a 
f s ee 
PHIL A. STEIGERWALD, Chairman k Ž GAA l- : / LË a. 


CELIA ANN FAY, Vice-Chairman 


THOMAS G. ADAMS 
JOHN H. ROBINSON 


EDWIN J. ROUSSEAU 


CONCURRED IN 
DATE 7-24 °¢! FUAD G. BONAHOOM, CITY CLERK 


Read the first time in full and on motion by Gy seconded by 
— 
G 
lAa amai and duly adopted, read the second time by title and referred 


to the (Committee on) ¢and.-to...the.. Ci ty.Plar 
commi-ssion-for»recommendation) Cand Public Hearing to be held after due legal notice, ` 


atthe Council Chambers, City Hall, Fort Wayne,-Indiana, on 


athe day of 196 3 at o'clock 


Date: 7—3- bg : G PEELE 


‘City Clerk 


Read the third time in full and on motion by 7 


seconded by and duly adopted, placed on its passage. 


Passed (ESSE) by the following vote: 


) 
AYES 4 ; NAYS Zi 3 ABSTAINED > ABSENT / to-wit: 

Adams E 

Dunifon L- 

Fay a 

Geake Ke 

Nuckols Pd 
Robinson a 

Rousseau a 

Steigerwald “ 

Tipton a 


Date G — 2 2l = d l e 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as | 
(Zoning=Map) (General) (Annexation) (Spegial) (Appropriation) Ordinance (Resolution) No LY 2326 


on the Zt day of 


City Clerk 


ATTEST z (SEAL) 4 


City Clerk 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 


A ë 
of LAE , 196 27 at the hour of JL. 2P _ o'clock 


7 


City Cler 


Approved and signed by me this 3AeLday of be ee, ae , 196 Z 
at the hour of Jai OG o'clock I- Ma sBsSet. 


Mayor 


